NOBEL

Nobel: Yes, but I had stopped the sale long before, and I was
the only manufacturer of the article.

Mr. Vivian: Were these accidents, in your opinion, the sole
cause why the Nitro-glycerine Act was passed ?

Nobel: Yes, but no doubt if nitroglycerine had continued to be
used as an explosive substance we should have found means to
make it perfectly safe in handling by not using metallic packing,
and using some other precautions, but it was more easy to convert
it into a solid. My objection to nitro-glycerine was less from the
difficulty of carrying it than from its liquid state, which causes it
to leak into the crevices of bore-holes, thus getting filtered into the
rock, and causing accidents, difficult to prevent, that was my chief
reason for going over to dynamite.

Mr< Vivian: You had given tip the sale of nitro-glycerine before
the Nitro-glycerine Act was passed ?

Nobel: Yes, long before.

Mr. Vivian: Did you manufacture it ?

Nobel: Yes, I manufactured it for the purpose of making
dynamite,

Mr, Vivian: But not for itself ?

Nobel: No; after the first serious accident was known which
would be attributed to the real danger of the material, I stopped
immediately. I could do no more.
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